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SUBJ: SPECIAL TRADE OPPORTUNITY: CENTRAL BURGLAR ALARM 
SYSTEMS 

1. PROMINENT LOCAL COMPANY, HAJI ABDULLAH ALIREZA (HAA), 
URGENTLY REQUIRES CONTACT WITH U.S. SUPPLIER OF "CENTRAL 
STATION" INTRUDER ALARM SYSTEMS. HAA HAS BEEN AUTHORIZED 
BY SAG PUBLIC SECURITY FORCES (NATIONAL POLICE) TO DO 
SURVEY HOPEFULLY LEADING TO A NEGOTIATED CONTRACT FOR 
INSTALLATION OF CENTRAL ALARM STATIONS IN JIDDA AND 
RIYADH. THEY HAD BEEN NEGOTIATING WITH A BRITISH FIRM 
WHICH HAS ABRUPTLY BACKED OUT, LEAVING HAA IN EMBAR- 
RASSING POSITION VIS-A-VIS PSF AND ENDANGERING THEIR 
OPPORTUNITY FOR A NEGOTIATED CONTRACT. HAA HAS ASKED 
EMBASSY FOR THE ADDRESS OF "AMERICAN DISTRICT TELEGRAPH 
CO., (ADT), 157 SIXTH AVENUE, NEW YORK. WE HAVE PROVIDED 
THIS, BUT ADDITIONALLY REQUEST THAT COMMERCE TELEPHONE 
ADT AND A FEW OTHER LEADING FIRMS OF THIS OPPORTUNITY, 
STRESSING URGENCY OF IMMEDIATE COMMUNICATION WITH HAJI 
ABDULLAH ALIREZA COMPANY, ATTENTION JOHN DALY, GENERAL 
MANAGER, GENERAL TECHNICAL DIVISION, CABLE ADDRESS 
"TEKNIKAL JEDDAH." RAPID ACTION CRUCIAL TO HAA'S ABILITY 
TO RETAIN OPPORTUNITY, DUE TO EARLIER DELAYS. 

2. THERE IS PRESENTLY NO INTEGRATED ALARM SYSTEM WHAT- 
SOEVER IN SAUDI ARABIA. WHILE BURGLARY IS NOT YET A 
NOTABLE PROBLEM, PSF EVIDENTLY RATHER NERVOUD ABOUT TOTAL 
VULNERABILITY OF ALMOST ALL PUBLIC AND PRIVATE BUILDINGS 
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AND WISHES TO KEEP AHEAD OF PREDICTABLE INCREASE IN BUR- 
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GLARY RATE. INITIAL STAGE OF SYSTEM IN EACH CITY WOULD 
PROBABLY INVOLVE A FEW HUNDRED SUBSCRIBERS, MOSTLY GOVERN- 
MENT BUILDINGS AND COMMERCIAL ESTABLISHMENTS, WITH 
RAPID EXPANSION, INCLUDING PRIVATE HOMES, TO FOLLOW. 

(CENTRAL STATIONS WOULD BE OPERATED BY THE POLICE OF 
COURSE.) CONSIDER THIS TO BE AN EXCELLENT OPPORTUNITY 
FOR A U.S. COMPANY TO GET IN ON A VIRGIN FIELD. PLS INFORM 
EMBASSY OF INDUSTRY RESPONSE. 

3. HAJI ABDULLAH ALIREZA IS ONE OF THE LARGEST AND MOST 
REPUTABLE COMPANIES IN SAUDI ARABIA (WTDR ON FILE). 

THEY ARE ACTIVE IN MANY AREAS, INCLUDING AGENCY REPRE- 
SENTATION AND CONTRACTING IN THE ELECTRONICS FIELD, AND 
ARE, FOR EXAMPLE, THE PRIME CONTRACTOR (WITH ITT EQUIP- 
MENT) FOR INSTALLATION OF THE NATIONAL TELEX SYSTEM. 
ALTHOUGH PROBABLY ABLE TO CONDUCE SUBJECT PRELIMINARY 
SURVEY ON THEIR OWN, THEY PREFER TO INVOLVE SUPPLIER 
FROM THE START, IN PAST TO REINFORCE LIKELIHOOD OF GETTING 
SOLE SOURCE AWARD OF CONTRACT. 
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